To:  Restivo,  Angela[Restivo.Angela@epa.gov];  Foster,  Niehole[Foster. Nichole@epa.gov] 

Cc:  Ngo,  Kim[Ngo. Kim@epa.gov] 

From:  Atkins,  Blake 

Sent:  Thur  8/13/2015  5:17:09  PM 

Subject:  RE:  WQ  Staff  Deployed  or  Referred  for  Deployment 


Angela,  per  Claudia  Hosch’s  (Acting  Director)  request,  I asked  Nichole  to  share  the  names  of 
6WQ  staff  that  have  either  deployed  or  have  been  approved  to  deploy.  Evidently  some 
supervisors  are  not  aware  that  their  staff  are  being  deployed. 


From:  Restivo,  Angela 

Sent:  Thursday,  August  13,  2015  12:10  PM 

To:  Foster,  Nichole;  Atkins,  Blake 

Cc:  Ngo,  Kim;  Fanning,  Cynthia 

Subject:  RE:  WQ  Staff  Deployed  or  Referred  for  Deployment 


Just  a reminder-  Other  than  Lisa  Pham,  Community  Involvement  personnel  are  not  part  of  the 
Water  Unit. 


From:  Foster,  Nichole 

Sent:  Thursday,  August  13,  2015  11:34  AM 

To:  Atkins,  Blake 

Cc:  Restivo,  Angela 

Subject:  WQ  Staff  Deployed  or  Referred  for  Deployment 


The  following  folks  have  been  referred  to  REOC  for  responding  to  the  GKM  incident. 


Name  Status 

Mark  Farmington-Field 

McCasland  Office 


Requested 

Deployed  under  Water  Team 


Lisa  Pham 
Bill  Hurlbut 


Farmington-Field  Deployed  under  RSC  general  request  for  community 

Office  involvement 

Mobilized  for  8/17  orDeployed  under  RSC  general  request  for  community 
1 8 involvement 
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Fannington-Field 

Office 

Miguel  Pending  213  Pending  Deployment  under  RSC  general  request  for 

Moreno  Processing  community  involvement 

Mike  Overbay  Pending  Unk-2 13  Pending  Deployment  under  RSC  general  request  for 

Status  community  involvement 

Barbara  Pending  Unk-2 13  Pending  Deployment  under  RSC  general  request  for 

Keeler  Status  community  involvement 

Suzanna  Perez  Pending  submission  to  RSC  general  request  for  community  involvement 
RSC 

Available  for 
Deployment  after  Sept 
1 


Nichole 


Nichole  M.  Foster 
Environmental  Engineer 
US  Environmental  Protection  Agency  Region  6 
Drinking  Water  Section 

Mailing  Address:  1445  Ross  Ave  Suite  1200,  Mail  Code:  6WQ-SD,  Dallas,  TX  75202 
Tel:  214-665-7248  jj  Fax:  214-665-2192  ||  foster.nichole@epa.gov 


Follow  EPA  Region  6 
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